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St.   Paul's   Catholic  Chi^ 
Mass.,  acknowledged  to  be  the 
Worcester,  is  built  of  dark  granit\a<J^i8  J 
long.  91  feet  wide  and  96  feet  to  'ape 
corner-stone  was  placed  July,  1869.  its  super- 
Lcture  in  1874,  apd  its  tower  erected  in  1889. 
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